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TJEFENSE INTELLIGENCE AGENCT 


WASHINGTON. D C. 20301 


1 3 JUL 1971 


Exooulivo Ecgiiiliv 


C-3237/DP-3A 

MEMORANDUM FOR THE QIAIRMAN, UNITED STATES INTELLIGENCE BOARD 

SUBJECT; Use of Federal Information Processing Standards In 
Exchange of Intelligence Data (U) 

Reference: USID Memorandum, USIB-D-71.1/5, 19 May 1971, subject as 
above . 

1. (C) The Federal Information Processing Standards (FIPS) that pertain 
to data furnished to USIB member organizations by the Defense Intelligence 
Agency (DIA) in digital form are those contained in the following FIPS 
Publications : 

a. FIPS Publication 4, Calendar Date. 

b. FIPS Publication 10, Countries, Dependencies, and Areas of 
Special Sovereignty. 

2. (C) As requested by the Director of Central Intelligence (DCI) in 
paragraph 4 of referenced memorandum, DIA has complied with the standards 
in FIPS Publication 4 and FIPS Publication 10 for data furnished in digital 
form by DIA to another USIB member organization. 


\ 


(Sgd) Jammie M. hiilpott 

JA'MMIE M. PHILPOTT 
Lieutenant General, USAF 
•Deputy Director 


Forwarded to IHC, Room 4E24 Hq, 19 July 1971 


DIA review(s) completed. 
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